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Message Text 

LIMITED OFFICIAL USE 

PAGE 01 MELBOU 01758 120723Z 
ACTION EB-08 

INFO OCT-01 EA-07 10-13 ISO-00 DODE-00 CCO-00 CIAE-00 
OTPE-00 FCC-01 INR-07 NSAE-00 OC-06 USIA-06 
COME-00 BIB-01 ( ISO ) W 

120111 121240Z/21 

PR 120618Z AUG 77 
FM AMCONSUL MELBOURNE 
TO SECSTATE WASHDC PRIORITY 4021 
INFO AMEMBASSY CANBERRA 
AMCONSUL SYDNEY 
USMISSION GENEVA 
AMEMBASSY JAKARTA 
AMEMBASSY MANILA 
AMEMBASSY SEOUL 
AMEMBASSY WELLINGTON 


LIMITED OFFICIAL USE MELBOURNE 1758 
EO 11652NA 

TAGS ETEL, ITU, WARC, AS 

SUBJ: PREPARATIONS FOR 1979 WORLD ADMINISTRATIVE RADIO CONFERENCE 
(WARC) - SCHEDULED VISITS 

REES A STATE 154757 B CANBERRA 4972 C CANBERRA 5167 D STATE 180209 
E CANBERRA 5480 

1. CONTROL OFEICER HAS CONFERRED WITH E J WILKINSON, FIRST ASST SEC, 

RADIO FREQUENCY MANAGEMENT, DEPT OF POST AND TELECOMMUNICATIONS (P AND 
T) 

AND ANTHONY D'ARCEY, (SEE REE E) REGARDING CONFERENCE ARRANGEMENTS. 

2. WILKINSON AND D'ARCEY WISH KNOW IF 

U.S. WARC TEAM HAVE ANY OBJECTIONS TO ATTENDANCE OE AN INDIVIDUAL 
REPRESENTING AMATEUR RADIO DURING AN APPROPRIATE SESSION. 
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LIMITED OFFICIAL USE 
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3. P AND T OFFICIALS PLAN USING 5TH NOTICE OF INQUIRY (NOI) 

(COPIES POUCHED US AUG 2 HAVE BEEN DELIVERED) AS BASE EOR 
DISCUSSIONS. FOLLOWING 9:00 - 9:45 AM AUG 22 BRIEFING AT 
CONSULATE GENERAL, P AND T OFFICIALS PROPOSE FOLLOWING SCHEDULE: 

QUOTE REMAINDER OF A M - TALKS WITH P AND T OFFICERS, LUNCHEON 
FOR U.S. WARC TEAM, P M CONTINUE TALKS WITH P AND T. 
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TUESDAY AUG 23 ALL DAY - TALKS WITH AUSTRALIAN PREPARATORY 
GROUP CHAIMEN OF COMMITTEES (8 INDIVIDUALS) BASED ON US 5TH NOTICE 
OF INQUIRY. 

WEDNESDAY AUG 24 AM - IF NECESSARY, CONTINUATION OF ABOVE, 
ALTERNATELY, (I) TALKS WITH GOA DEFENSE REP OR 
(II) WITH OVERSEAS TELECOM COMMISSION (OCT). 

P M - (I) TALKS VIS A VIS US/TELECOM AUSTRALIA OR 
(II) CONCLUSION OF DISCUSSIONS WITH P AND T UNQTE. 

4. P AND T HAS PROVIDED POST WITH FOLLOWING LIST OF MAIN 
AUSTRALIAN PARTICIPANTS AND SESSIONS THEY WILL ATTEND: 

ATTENDING NAME TITLE DEPT REMARKS 

DAY (PREFERRED 
FIRST NAME) 

I/2/3PM E I WILKINSON FIRST ASSIST PANDT CHAIRMAN 
(JIM) SEC RADIO FREQ AUST 

MANAGEMENT PREPARATORY 

GROUP (APG) 

1/2/3 A D'ARCEY PRINCIPAL TECHNICAL P AND T CO-ORDINATOR APG 
(TONY) OFFICER INTER- 
NATIONAL CONFERENCES 

1/2/3PM P D BARNES CO-ORDINATOR PANDT CHAIRMAN APG 
(PETER) CCIR ACTIVITIES COMM.8 - FREQUENCY 

TABLE 
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1/2 I D WILLIAMSON ACTING ASSISTANT P AND T CHAIRMAN APG COMM4 

(DAVE) SECRETARY -FIXED AND MOBILE 

LICENSING POLICY AND 
OPERATIONS 

1/2 G I PERKINS CONTROLLER (Lie- PANDT FREQUENCY 
(GEOFF) ENSING POLICY ASSIGNMENTS 

AND OPERATIONS) 

1/2 I A LEWIS ENGINEER CLASS 4 PANDT 
(JOHN) RADIO SPECRUM 
PLANNING 

1/2 WE BEARD FIRST ASSISTANT PANDT CHAIRMAN APG COMM3 
(BILL) SECRETARY BROAD- -BROADCASTING 

CASTING ENGINEERING 

2 K H KING CHIEF COMMUNICATIONS TRANSPORT CHAIRMAN APG COMM 
.4- 

(KEITH) ENGINEER GROUND (AIR) AERONAUTICAL 
FACILITIES 

2. R DAVIES STAFF ENGINEER TRANSPORT 
(BOB) GROUND FACILITIES (AIR) 

2/3AM P J CHAPMAN MANAGER COAST OVERSEAS CHAIRMAN APG COMM. 
5 

(PHIL) RADIO SERVICE TELECOMM- -MARITIME 
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UNICATION 

COMMISSION 

(OTC) 

2 K S REID ENGINEER CLASS 3 TRANSPORT VICE-CHAIRMAN APG 

(DEVIN) EMERGENCY AND (COASTAL COMM.5-MARITIME 
SPECIAL SERVICES SERVICES) 

2/3PM E R CRAIG ACTING ASST DIRECTOR TELECOM AUST CHAIRMAN APG 
6 

(ERIC) ADVANCED TECHNIQUES -SPACE 
2/3PM A CARUANA ENGINEER CLASS 5 TELECOM VICE-CHAIRMAN 
(ALDO) SPECTRUM AND DESIGN AUST. APG COMM.4- 
FIXED AND MOBILE 

2/3AM G BERZINS SUPERVISING OVERSEAS VICE-CHAIRMAN APG 
(GUS) ENGINEER PLANNING TELECOMMUNI- COMM.6-SPACE 
LIMITED OEFICIAL USE 
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BRANCH CATIONS 

COMMISSION 
(OTC) 

2/3 AM JJFOGGON ENGINEER DEFENSE CHAIRMAN APG 
(JOE) COMM.7 RADIO- 

DETERMINATION. 

5. WILKINSON AND D'ARCEY ALSO WISH KNOW TEAM'S DETAILED ITINERARY WIT 
H 

VIEW TO SCHEDULING NON- W ARC-RELATED DISCUSSIONS IN SYDNEY ON 
AUSTRALIAN OVERSEAS TELECOMMUNICATIONS COMMISSION MATTERS IF POSSIBLE 

(P AND T AWARE OF TEAM'S TIGHT SCHEDULE AND POSSIBILITY THAT SUFFICIE 
NT 

TIME WILL NOT BE AVAILABLE FOR FURTHER DISCUSSIONS.) WE WOULD 
ALSO APPRECIATE KNOWING TEAM'S INCOMING FLIGHT INFO; TEAM WLL BE MET 
AT AIRPORT WITH GOA-FURNISHED TRANSPORT. 

BRAND 
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